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TAGSC TECH JA 

SUBJC FUEL CASK FOR MUTSU FUEL 

DR. IMAI, AGM ENGINEERING, JAPAN ATOMIC POWER COMPANY, 
ADVISES THAT GOVT MAY BE APPROACHING SETTLEMENT MUTSU 
CONTROVERSY. CURRENT PLAN TO UNLOAD VERY SLIGHTLY USED 
FUEL IN MUTSU PORT AND SHIP FUELTO PNC FOR STORAGE AT 
TOKAI. NEED FUEL SHIPMENT CASK ONE HUNDRED AND FIFTY 
(150) CM LENGTH, EIGHTEEN (18) CM BY EIGHTEEN (18) CM 
CROSS SECTION, THIRTY-SIX (36) ELEMENT CAPACITY. WILL 
RECEIVE MORE DETAILED SPECS FROM IMAI SOON BUT REQUEST 
THAT YOU INVESTIGATE AVAILABILITY FUEL CASK EARLIEST. 
HODGSON 
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